St.  Peter'a  Episcopal  Church  was  erected  in 
1871,  the  original  Church  being-  burned  during 
the  War.  The  Church  celebrated  its  100th  an- 
niversary April  7,  1922.  Brown  Memorial 
Chapel  and  Parish  House  were  erected  in  1927 
The  Church  Plant  is  one  of  the  largest  and 
most  up-to-date  in  the  South. 


